more rooms and improvements. After 1614 months of diligent work— 
serving of dinners, bazaars, programs, etc.—the building was dedicated 
July 16, 1956 at a total cost of $112,500.00. The completion of this 
great project in so short a time was due to the untiring efforts of Bishop 
Kohler who worked on the project every day, The unity and support of 
the people were very commendable and now a beautiful chapel stands 
as a monument to their efforts. . l 


The Midway Second Ward Chapel, which incorporated portions of the original ward 
building. The remodeled and enlarged structure was completed in 1614 months of work - 
and dedicated July 16, 1956. 


